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2 
DETAIL A 
338-704008-001, 
BEARING SLEEVE, CAM & 
GROOVE MALE ADAPTER, 6" 


NOTE: 


APPROVED MATERIALS: 
1. 
AL 6061-T6, AL 6061-T651, AL 6061-T6510, OR AL 6061-T6511 PER AMS 4082, AMS 4083, AMS 4150, AMS 4173, 
AMS-QQ-A-200/8, AMS-QQ-A-200/16, AMS-QQ-A-225/8, OR ASTM B221. 


CAM & GROOVE PROFILE TO BE MACHINED TO SPECIFICATION A-A-59326D. 
2. 
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THIS DOCUMENT CONTAINS PROPRIETARY AND 
CONFIDENTIAL INFORMATION THAT IS THE SOLE 
PROPERTY OF SIMPLEX MANUFACTURING CO. 
ANY DISCLOSURE IN PART OR AS A WHOLE TO 
ANY UNAUTHORIZED PERSON IS SPECIFICALLY 
PROHIBITED. 
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